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UNCLASSIFIED 

PAGE 01 STATE 126503 
ORIGIN 10-14 

INFO OCT-01 ARA-14 ISO-00 OES-07 HEW-06 AID-05 L-03 
CIAE-00 INR-10 NSAE-00 /060 R 

DRAFTED BY IO/HDC:EEDWARDS:DD 
APPROVED BY IO:GAD ALLEY 
ARA/AND/V:WCSERGEANT 
ARA/USOAS:DSTEWART (INFO) 

022806 190800Z/17 

R 181851ZMAY78 
FM SECSTATE WASHDC 
TO AMEMBASSY CARACAS 

UNCLAS STATE 126503 

E.O. 11652: N/A 

TAGS: PAHO, AORG, VE 

SUBJECT: GOV CANDIDATE FOR DIRECTOR GENERAL OF PAN 
AMERICAN SANITARY BUREAU 

REE: CARACAS 4218 

1 . EMBASSY SHOULD REPLY TO GOV ALONG FOLLOWING LINES. 

DEPARTMENT OF STATE IS PLEASED TO LEARN OF THE CANDIDATURE 
OF THE GOVERNMENT OF VENEZUELA, AND ITS SPECIFIC SELECTION 
OF DR. ROGELIO VALLADARES, FOR THE POSITION OF DIRECTOR GEN- 
ERAL OF THE PAN AMERICAN SANITARY BUREAU. THE U.S. DELEGA- 
TION WILL BE INSTRUCTED TO GIVE CAREFUL CONSIDERATION TO THE 
CANDIDACY OF VENEZUELA, BEARING IN MIND THE VARIOUS FACTORS 
THAT MUST BE TAKEN INTO ACCOUNT. 

2. EYI. THE DEPARTMENT RESPONDED ALONG THE ABOVE LINES TO 

A NOTE EROM THE VENEZUELAN EMBASSY NOVEMBER 1977. URUGUAY 
HAS ALSO REQUESTED U.S. SUPPORT. A DECISION WILL NOT BE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 126503 

MADE UNTIL SHORTLY BEFORE THE SEPTEMBER 1978 MEETING. END 
FYI. VANCE 


UNCLASSIFIED 
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